What type of  circuit would  you  use to  couple  the  Bl
terminal  of  the  UJT to the  SCR  gate   if  it  were  desired
to trigger the  SCR with a  spike  only?

If variable  dc  were applied  to  the UJT emitter   (instead
of  AC),   what range of  control   could be obtained   (how
many degrees)?     Explain.
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